ST.  MATTHEW'S  CATHEDRAL 
Rhode  Island  at  Connecticut  Avenue,  N.W. 
Washington,  D.C. 

The  altar  of  the  Lady  Chapel  is  richly  adorned 
with  lapis  lazuli.  Its  statue  of  the  Blessed 
Virgin  Mary  was  carved  in  Paris  of  Caen  stone. 
The  mosaic  panel  to  the  right  depicts  the  Tree 
of  Jesse.  The  left  mosaic  reveals  St.  Ann  and 
St.  Joachim,  the  mother  and  father  of  Our  Lady 
who  is  shown  with  the  Christ  Child. 


Sunday  Masses  —  6,  7,  8,  9,  10,  11:30  and  12.30 
Weekday  Masses  —  7,  7:25.  8,  12:10  and  5:30 
Tours  —  Saturday  and  Sunday  2:30  to  4:30 
For  special  group  tours  call  347-3215 
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